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Services 



Mr. Dry Out offers total water damage restoration services for Tampa area residents. You'll 
be completely dry in no time! If you've got up to eight inches of water, we will have your 
building completely dry in three days' time. 



Water Damage Restoration Specialists 



For eight years, Mr. Dry Out has been offering Tampa Bay and the 
surrounding areas professional water restoration services. Other 
companies have since come and gone, but Mr. Dry Out still 
remains number one for outstanding service and affordability. 





We focus on making your life easier by offering quick, efficient 
water damage restoration services. We'll make sure that your life 
returns to normal as quickly as possible. 



We started out with a single employee and one van; we currently operate with a full crew of 
trustworthy, professionally trained employees. All have been screened and received 
exceptional background checks. All our employees are qualified and trained in: 



Mr. Dry Out is a contributor to many local charities. Every month we contribute part of our 
profits to the local Veterans Action Project. 



Meet Matthew Jerabek, the original Mr, Dry Out- 




Mr. Dry Out is owned and operated by Matthew Jerabek. Having seen 
a need for an affordable water restoration company in the area, 
Matthew started Mr. Dry Out. Matt is an Eagle Scout and served in the 
U.S. Army. He holds a Bachelors Degree in Business Administration 
from Golden Gate University. Matt is a serious model train enthusiast 
and amateur videographer. 



Healthier Air, that's our Business. 



Dust, debris and microbiological growth can trigger allergies and can make indoor living 
very uncomfortable. Sneezing, coughing, irritation of eyes and sinuses, just to name a few, 
can be an indicator of a problem source in your environment. 



Let us help. We can help to reduce and eliminate the amount of allergens found in HVAC 
systems and thereby improve the indoor air quality and the positive health effects clean air 
provides. 



Services: Free Inspections & Second Opinions 



ir Duct Cleaning, a Whole Body Approac 

HVAC Air Duct systems getting dirty from poor filtration, air leaks at the air handler, dust 
build up that turns into microbiological growth, coils and blower wheels lose their 
efficiency and plastic components in the air handler will over time show signs of 
contamination. It is imperative to clean the source of contamination, the air handler; it's 
there where it all starts. 

Air Duct Cleaning: 

We offer professional duct cleaning. Our Cleaning service includes ALL accessible runs, 
diffuser boxes, main trunks, plenum, return boxes and boots. 



Encapsulation: 

For your health and our piece of mind, we seal Fiberglass Duct Board to prevent dangerous 
glass fibers to become air borne and to seal any possible contaminants that are embedded 
in the fibers. 



Dryer Vent Cleaning: 

Allowing us to properly clean your dryer vent, you will save money, time, and prevent 
overheating. 



For more information please visit site 



